

TECHNICAL INFORMATION 



TYPE NO 



FB 55 



TYPE 



Coffee vending machines 



T.I. -NO 
. ...01/03 



SERIAL NUMBERS 
AFFECTED 



From machine number 55016320 



ISSUED BY Documentation/ 
Wittenborg Odense 



SUBJECT 



New Inlet Valve (new supplier) 



ISSUED FOR (X): 



Action 




Information 


X 



COMPONENTS CONCERNED 

Omitted Article No 

35177300 
39208610 



New 



Article No 

41533500 



Old Part 

Inlet Valve 
Fixing Plate 

New Part 

Inlet Valve 



MODIFICATION 

• From the above machine number the existing inlet valve, part No 35177300, has been 
replaced by an inlet valve of a new make, Elbi (part No 41533500). 

The existing fixing plate, part No 39208610, is not to be used any longer, as the new 
inlet valve is supplied with a fixing plate of its own. 

The inlet valve, part No 35177300, and the fixing plate, part No 39208610, will be 
supplied as a spare part until the present stock is exhausted. 

Please see the following pages containing updated pages for the FB 55 spare parts list. 
REASON 

• Constructional change. 



REPLACEABILITY 

• The new inlet valve with fixing plate, part No 41533500, replaces the existing inlet 

valve, part 35177300, directly. The old fixing plate, part No 39208610, cannot be used 
for the new inlet valve. 

The fixing plate of the new inlet valve has to be moved a quarter revolution anti- 
clockwise on the valve body before the valve is fitted into the machine. 



CONTACT PERSON 

• Technical Spare Parts 

Lars Rehr Customer Service 





29.01.03 


Grete Jensen 


29.01.03 


Lars Rehr 


DATE : 


PRODUCED BY : 


DATE : 


CHECKED BY : 
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Pos./ 


Artikel Nr./ 


Bezeichnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 


oo/aio 


35173101 


Netzteii kpi. 


Power supply , ass. 


Alimentation electrique cpl. 






bestehend aus: 


consisting of: 


compose de: 


01/ai o 


I - A7Q7 

L-0787 


Relais 


Relay 


Relais 


u^/ai u 


A-Ul ob 


Facherscheibe 4,3mm 


vvasner 4,omm 


Rondelle a denture 4,3 mm 


Uo/al U 


uyu^bbi 1 


ocnrauue bbrU M4xb 


ocrew bbrU M4Xo 


VIS UbrU M4Xo 


04/a1 


O CAO H AAA 

35031 200 


Funkschutzfilter kpl. 


Radio interference filter cpl. 


Filtre antiparasitrage cpl. 


Ub/al U 


3b1 / / oOl 


1 rato 2j0 V 


Transformer 230 V 


Transformateur 230 V 


AC 

Ub/ai u 


U-0/20 


Zugentlastung 


Strain relief 


Decharge de traction 


07/al 


A-0842 


L.-Kr.-schlitzschraube 


Cross slotted screw with 


Vis a tete bombee a empreinte 






M4X20 


tniister nead M4X25 


cruziforme 


Oo/ai o 


U-1 03o 


Steckschraubleiste 


Screw-plug fuse connector 


Barrette de raccordements 


oy/ai o 


o52021 00 


Distanzrolle 


Spacer roll 


Rouleau d'ecartement 


1 0/a1 


A-0136 


Facherscheibe 4,3mm 


Washer 4,3mm 


Rondelle a denture 4,3 mm 


11/a10 


A-0446 


Zyl.-Schraube mit 


Cheese head screw with 


Vis a tete cylindrique a six pans 






Innensechskant M4x35mm 


hexagon socket M4x35mm 


creux 


12/alO 


U-01 1 7 


N 1 a +— , 1 j nUnl |,„| 

Netzkabel kpl. 


Mains cable with plug 


Cable d'alimentation cpl. 


13/a10 


35010800 


Sicherungshalterkappe 5x20 


Fuse holder cap 5x20 


Capuchon de fusible 5x20 






Bis Maschinen-Nr.: 


Up to mach.-no.: 


Jusqu' a no. de machine: 






1 09955005008 


1 09955005008 


109955005008 


14/a10 


D-0682 


Sicherung 5x20 250 MA/T 


Fuse 5x20 250 MA/T 


Fusible 5x20 250 MA/T 






Ab Maschinen-Nr.: 


From mach.-no.: 


„ 

A partir de no. de machine: 






109955005009 


109955005009 


109955005009 


14/a10 


D-0654 


Sicherung 0,315 A/T 


Fuse 0,315 A/T 


Fusible 0,315 A/T 


15/a10 


35010700 


Sicherungshalter 


Fuse holder 


Support de fusible 


1 6/a1 


D-0843 


Kabeldurchfuhrung 


Cable protection bushing 


Passe-cable 




ool /ol UU 


Kabelbaum 


Cable harness 


Harnais de cables 






Netzteii FB 55 


Power supply FB 55 


Alimentation electrique FB 55 






Zusatzlich 


Additionally 


De plus 






(nicht in o. g. Baugruppe 


(not incl. in a. m. 


(non inclus dans le groupe ci- 






enthalten) 


assembly) 


dessus) 


17/a10 


41533500 


Einlaufventil 


Inlet valve 


Vanne d'entree 


1 8/a1 


35003400 


Winkeltulle 


Angular spout 


Douille a tige 


1 9/a1 


09026611 


Schraube GEFU M4x8 


Screw GEFU M4x8 


Vis GEFU M4x8 
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10-31 



